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ACTION SY-05 

INEO OCT-OI AE-08 ISO-00 /014 W 

074729 

R20I044Z JUL 76 
EM AMEMBASSY ADDIS ABABA 
TO SECSTATE WASHDC 0288 
INEO AMEMBASSY NAIROBI 

CONEIDENTIAL ADDIS ABABA 8624 

DEPT FOR A/SY/T; NAIROBI FOR RSO; FROM RTC 

E.O. 1 1652: GDS 
TAGS: ASEC 

SUBJ: AUTO-SCAN INSTALLATION 

REF: A. STATE 033062, B. ADDIS ABABA 2833 

1. WITH THE RELOCATION OE THE RTC, REQUEST AUTO-SCAN SYSTEM 
EARMARKED EOR ADDIS ABABA BE SCHEDULED EOR INSTALLATION IN NAIROBI. 

2. AS REQUESTED IN REETEL A., IN-PLACE ANTENNA CAN BE ACCOMMODATED 
IN ONE ROOM, WHICH IS RECEPTION AREA TO EXECUTIVE DOEFICES. 

2A. AUTO-SCAN SYSTEM WOULD BE LOCATED ON ELOOR BELOW IN-PLACE ANTENNA 

ESTIMATED CABLE LENGTH TO ANTENNA IS 10 EEET. 

3. SURVEY EOR AUTO-SCAN INSTALLATION IS CONTAINED IN ADDIS ABABA TSR 
DATED JULY 8, 1976, PRESENTLY BEING COMPLETED. 

4. REQUEST FOLLOWING INFO IN RESPONSE TO QUERIES RAISED AT 
NAIROBI. 

4A. WILL BELT SYSTEM LOCATED IN GENERAL PROXIMITY CAUSE 
INTEREERENCE? 

4B. NUMBER OF HOURS OF TRAINING REQUIRED OE OPERATOR. 

CONEIDENTIAL 

CONEIDENTIAL 
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4C. CAN SYSTEM OPERATE EROM 200 OR 100 VAC POWER? 
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